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Message Text 

CONFIDENTIAL 

PAGE 01 STATE 202328 
ORIGIN OC-06 

INFO OCT-01 EA-10 ISO-OO CCO-OO SY-05 FBOE-OO A-01 
/023R 

DRAFTED BY OC/S:W P CAMUTFRMJ 
APPROVED BY A/OC:S E BRANCH 
A/OC-EA:J GILBERTSON 
OC/S:D LACHMAN (ACTING) 

OC/PE:G R YOUNTS 
SY/FO:W HOLDA 
A/FBO:C MORAN 

030318 102019Z/40 

R 101733Z AUG 78 
FM SECSTATE WASHDC 
TO AMEMBASSY TOKYO 
INFO AMEMBASSY MANILA 
AMCONSUL HONG KONG 

CONFIDENTIAL STATE 202328 

MANILA FOR RCO, TSO; HONG KONG FOR RTC/RSS 

E.O. 11652: GDS 

TAGS: AFAC, ASEC, ABLD 

SUBJECT: PNEUMATIC TUBE DISTRIBUTION SYSTEM INSTALLATION 
REF: (A) TOKYO 13424, (B) TOKYO 13421 (NOTAL) 

1 . WITH CONCURRENCE OF ATO COMSEC, OC/S HAS NO OBJECTION 
OF PROPOSED INSTALLATION ON TECHNICAL GROUNDS. 

2. AS THIS INSTALLATION REQUIRES PENETRATION OF THE CCC, 

IT MUST CONFORM TO DTS/IS-1 STANDARDS. CHAPTER 2.2.2 

MUST BE FOLLOWED TO ENSURE THAT PVC COUPLING IS INSTALLED. 
CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 STATE 202328 


3. IN THE FUTURE, ALL CHANGES/RENOVATIONS, TO THE CCC 
MUST BE CLEARED THROUGH THE RCO MANILA. 

4. THIS IS NOT A FUNDING APPROVAL. IF THE REQUIREMENTS OF 
PARA 2 AFFECT PROJECTED COSTS, DEPARTMENT SHOULD BE 
NOTIFIED. VANCE 
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Draft Date: 10 aug 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 20 Mar 2014 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE202328 

Document Source: CORE 

Document Unique ID: 00 
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Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Expiration: 

Film Number: D780328-0116 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780877/aaaacmke.tel 

Line Count: 62 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 0ec15b65-c288-dd11-92da-001cc4696bcc 
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Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
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Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 
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Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 
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